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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: AIR CONDITIONER MOTOR FOR ACR (PEKING) 

REF: HK 6416, PEKING 1080 AND 1 102 

RTC RECEIVED SQUIRREL CAGE FOR ILG NOISE SOURCE HOWEVER 
REFERENCE TELEGRAMS REFERRED TO REPLACEMENT A/C BLOWER 
MOTOR COMPLETE WITH TWO SQUIRREL CAGES, DUAL SHAFT PART 
NO. SI 94- 19-2, MOTOR TYPE (GE) 5KCP38PG295S; SINGLE PH; 

5 AMP, 208-220 VAC 60 CY. INCLUDE RUN CAPACITOR 
X019B-1. PEKING POWER 220 VAC 50 CY. SUGGEST 50 CY 
MOTOR. 
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